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UNCLASSIFIED 

PAGE 01 STATE 059401 

64 

ORIGIN AEC-11 

INFO OCT-01 10-14 ISO-OO SCI-06 RSC-01 /033 R 

DRAFTED BY USAEC/DIP:JEAMMONS:DRW 
APPROVED BY SCI/AE:HDBREWSTER 
IO/SCT - F. GALANTO 

083526 

P 252142Z MAR 74 

FM SECSTATE WASHDC 

TO USMISSION IAEA VIENNA PRIORITY 

UNCLAS STATE 059401 

E.O. 11652: N/A 

TAGS: AORG, OCON, TECH, ENRG, IAEA 

SUBJECT: AD HOC ADVISORY COMMITTEE ON NUCLEAR POWER 
PLANT SAFETY AND RELIABILITY 
REF: IAEA VIENNA 2587 

l.DR. CLIFFORD BECK ACCEPTS INVITATION CHAIR SUBJECT 
MEETING AND ARRIVES VIENNA THURSDAY, MARCH 28. WILL 
ADVISE OF TRAVEL PLANS. ASSUME RESERVATION HOTEL 
ASTORIA WILL INCLUDE NIGHTS MARCH 28-29. RUSH 
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Control Number: n/a 

Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE059401 

Document Source: CORE 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740064-0317 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 38 

Locator: TEXT ON-LINE, ON MICROFILM 
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Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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